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Chief, Contact Division, ATTN: 25X1 Ada 20 January 1958 

j Chief, Intelligence Information Staff, OHR 
s Chief, Industrial Division, CO 

Acting Chief, Electrical Equipment Branch, G8H 

25X1 A2g 


|A3JI3 - Ccnferenco on Instruments and Regulators, University 
of Delaware, 1-3 April 1958* 


1* Insofar as attendances by the Soviets at the IRD Conference, 

University of Delaware is concerned, m feel that no useful purpose 
would he served by interposing objections at this tiaw* We believe 
the not gain in this instance will depend largely can how well our 
U* 8* contacts are brief ©d as to Agency information requirements mi 
the attitudes prevailing among the Soviet visitors in responding to 
queries* ho reiterate our opinion, however, stressed in prior 
eosasunicatioRS on this subject, that for the U* S* systemtically to 
achieve net u&ins in the Exchange Program, ace-for-cae exchanges are 
essential* 

2* This Branch is of the opinion that under the cireuastances 
of this caw, the group of Sovi ets aEtould not be p ermitted to ssake 
a tour such as that outlined in ■■■■■ letter of 6 December 25X1 A9a 
1957* This statement would be negotiations 

reciprocal arrangements could be mdo for a group of 0# 3*. experts 
to tan? Soviet installations engaged in ft and 3 production and 
utilisation of automatic and control eqplpasBiit* 

3* Although not exhaustive, the following list of Soviet 
facilities is suggested as a possible itinerary for a reciprocal 
visit by IB automation and control experts* 

a* .Institute of Automatics and Telemechanics, Moscow* 

b* Computer and Analysing Machine Hants - (located in Moscow, 

Fyasm mi Penza), 

c* Kaganovich Ball Bearing Plant, Moscow* 
d* Ffcvlovo Posad Radio latpcnenta Plant, Moscow aim* 
a. FEHilBOR Plant, Moscow. 

U VSF Plant, Elga, 
g* L*wy Instrument Plant, 
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Kore Specific inforaation abcrat these Installations an i/or 
and lotion of additional facilities can b® supplied by 
this Branch upon request. 
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eem/3697 (20 Jan 58) 


25X1 A9a 


25X1 A9a 
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